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ST.  MARK'S  LUTHERAN  CHURCH 
Charlotte,  North  Caroline 

J.  R.  Brokhoff,  D.D.,  Pastor 
Harold  E.  Wagoner,  Architect 
Chancel  Reredos  of  Faceted  Glass  and  Mosaic  wit^* 
Sculptured   Christ    Figure    by  the   Willet   Studios  of 
Philadelphia. 
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